Thermodyne Receives A&W Canada Award for a Second Year 

Thermodyne, 

FOODSERVICE PRODOCTS, INC. 

1888 PressRelease - Thermodyne Foodservice Products, Inc. is pleased to announce that the company is a 
recipient of the 2014 A&W Supplier Award of Excellence from A&W Food Services of Canada Inc. 

Fort Wayne, IN - Thermodyne Foodservice Products, Inc. announces that the company has received for the second 
straight year, the 2014 A&W Supplier Award of Excellence from A&W Food Services of Canada Inc. This award 
validates Thermodyne's commitment to its customers and the foodservice industry throughout the United States 
and Canada. 

The A&W Supplier Award of Excellence is based on evaluations from the Restaurant Operators, Accounting 
Departments, Business Managers and the Equipment Services Department of A&W Canada. Scores were 
determined through feedback from each department with a scale of 0.0 to 5.0, with a minimum requirement of 
4.0 to earn the award. Overall there were fifty vendors in the contending class, with only seven recipients of the 
award. Thermodyne's score this year was a 4.38, which was an increase from last year's score of 4.1. 

"The award is a testament of the continued dedication that our team has to providing quality products for the 
foodservice industry," said John Benner Director of Sales for Thermodyne. "We are honored to accept the A&W 
Supplier Award of Excellence for a second straight year and we look forward to many more years of service." 

About Thermodyne Foodservice Products: Founded in 1987, Thermodyne Food Service Products, Inc. specializes 
in manufacturing of both countertop and full size hot food holding cabinets. Contact us today to find out the 
amazing flexibility and serving capabilities made possible by Fluid Shelf Technology. 
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